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The  Marine  Industrial  Park  (MIP)  is  located  on  the  So^th  Boston  waterfront  at 
Summer  Street.   The  191-acre  Park  contains  32  buildings  wil 

square  feet  of  space.   The  largest  building  at  the  Park,  the  former  Army  Bas 
one-third  of  a  mile  long  —  as  long  as  the  Prudential  Tower  is  high  —  and  125 
feet  wide.   This  building  houses  both  the  Bronstein  Industrial  Center  and  the 
Boston  Design  Center,  a  wholesale  center  for  the  residential  and  commercial 
design  and  furnishing  trades. 

Approximately  3600  people  are  currently  employed  at  the  MIP.   32%  of  the  MIP ' s 
employees  are  Boston  residents  and  close  to  20%  are  minorities.   The  MIP  houses 
150  companies  including  printers,  medical  equipment  manufacturers,  electronics 
assembly  companies,  seafood  processors,  and  other  blue-collar  employers. 

EDIC  has  substantially  improved  the  buildings  and  infrastructure  in  the  Park.   In 
addition  to  the  recent  S3  million  project  which  created  information  booths, 
signposts,  and  new  entrances  to  help  divert  truck  traffic  from  South  Boston 
residential  areas,  EDIC  has  installed  three  miles  of  new  roads,  seven  miles  of 
water  pipes,  rehabilitated  miles  of  drainage  and  sewer  pipes,  and  added  a  new 
floating  dock  system  and  public  park  to  the  150-foot  long  Pier  10  and  an  11,000 
square  foot  park  with  a  viewing  platform  overlooking  the  Drydock  3  ship  repair 
facility.   MIP  tenants,  including  the  Boston  Design  Center  and  Massport,  have 
invested  more  than  $140  million  in  capital  improvements  for  leased  space. 

EDIC's  success  in  urban  industrial  design  has  been  widely  recognized.   The 
prestigious  Waterfront  Center  of  Washington,  D.C.  gave  its  Top  Honor  Award  for 
Excellence  on  the  Waterfront  to  EDIC's  Coastal  Cement  development  stating  "the 
terminal  demonstrates  that  the  working  waterfront  can  be  artful  as  well  as 
functional,  and  that  industry  and  parks  can  co-exist  on  the  waterfront".   The 
Boston  Society  of  Architects  cited  the  Park's  "industrial  image  and  vocabulary", 
"its  success  at  design  for  the  everyday  working  environment"  and  "the  opening  of 
much  of  its  water's  edge  to  public  access"  with  an  Honor  Award  in  the  BSA's  Urban 
Design  Competition.   And  the  MIP's  signing  system  with  its  "bold,  industrial 
look"  received  an  Honor  Award  from  the  Society  of  Environmental  Graphic 
Designers . 

The  park  has  two  drydocks .   The  70  year  old  Drydock  3  is  one  of  the  largest  in 
the  world.   Drydock  4  is  used  by  General  Ship  Company  for  repairing  and  refitting 
ships  for  the  U.S.  Navy  and  commercial  shippers.   General  Ship  employs  nearly  300 
workers . 
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New  development  in  the  Park  includes  Drydock  Center,  an  eight-floor,  280,000  sq. 
foot  development  in  Section  A  of  Building  114.   A  $33.5  million  printing,  graphic 
arts  and  seafood  processing  complex  is  also  planned  for  the  Harbor  Gateway  parcel 
at  the  front  of  the  Park. 

The  MIP  has  been  developed  on  the  site  of  the  former  South  Boston  Naval  Annex  and 
Army  Base.   The  Navel  Annex  was  purchased  in  1977  through  the  Massachusetts 
Government  Land  Bank,  which  extended  EDIC  a  $5.3  million  mortgage.   The  Army  Base 
was  purchased  and  renovated  in  1985  through  nine  different  public  and  private 
sources:   a  $5.9  million  Industrial  Development  Bond;  a  $3.6  million  Urban 
Development  Action  Grant;  a  $3.2  million  Real  Estate  Syndication;  a  $2.4  million 
loan  from  the  Department  of  Housing  and  Urban  Development  (HUD  108);  $1.5  million 
in  Community  Development  Block  Grant  funds;  a  $600,000  State  Public  Works  Grant; 
$330,000  from  the  City  of  Boston  (general  obligation  bonds);  $265,000  from  the 
Neighborhood  Development  Fund;  and  $125,000  from  the  Department  of  Defense/Office 
of  Economic  Adjustment. 

EDIC  Operations  and  Engineering  staff  maintain  all  infrastructure  and  utility 
systems  at  the  park,  manage  all  public  construction,  and  review  the  renovation 
plans  for  leased  space. 
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